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ACTION EUR- 12 

INFO OCT-01 ISO-OO AID-05 CIAE-00 COME-OO EB-07 FRB-01 

INR-07 NSAE-00 USIA-15 TRSE-00 XMB-04 OPIC-06 SP-02 
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FM AMEMBASSY ROME 
TO SECSTATE WASHDC 9778 
INFO USMISSION EC BRUSSELS 
USMISSION OECD PARIS 

UNCLAS ROME 14428 

PASS TREASURY AND FRB 

E.O. 1 1652: N/A 
TAGS: EFIN IT 

SUB J : NEW DIRECTOR GENERAL AND VICE DIRECTOR GENERAL AT BANK 
OF ITALY 

REF: ROME 14345 

PENULTIMATE SENTENCE OF PARA 1 REFTEL SHOULD READ AS FOLLOWS: 
MARIO SARCINELLI, CHIEF OF BANKING SUPERVISORY DIVISION ( 
VIGILANZA) OF BOI HAS BEEN PAPPOINTED VICE, REPEAT VICE, 

DIRECTOR GENERAL OF THE BANK.BEAUDRY 
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Document Source: CORE 

Document Unique ID: 00 
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Executive Order: N/A 

Errors: N/A 

Film Number: D760334-1034 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760992/aaaadbdc.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Handling Restrictions: n/a 
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